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AMEMBASSY PANAMA 


LIMITED OFFICIAL USE STATE 01 1289 

E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: CABINET-TYPE X-RAY SYSTEM 

RIO DE JANEIRO EOR TSO; BRASILIA FOR RSO; PANAMA FOR OIC/ 

RTC; FROM SY/OPS/T, SY/OPS/FO 

REF: 77 RIO DE JANEIRO 4864 (NOTAL) 

1. TORREX CABINET-TYPE X-RAY UNITS RECENTLY PROVIDED ARE 
NOT REPEAT NOT INTENDED EOR USE AS PART OP ANY ACCESS 
CONTROL SYSTEM; PRIMARY INTENDED USE IS IN THE INSPECTION 
OF MAIL ITEMS AND SMALL PARCELS SERIOUSLY SUSPECTED TO 
CONTAIN EXPLOSIVES. FOLLOWING GUIDELINES APPLY: 

A. THE UNIT SHOULD BE KEPT UNDER STRICT SY CONTROL AND 
LIMITED OFFICIAL USE 
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ONLY USED BY TRAINED AND CERTIFIED PERSONNEL. 

B. IT IS TO BE USED IN EXAMINING SUSPECT OBJECTS ONLY 

AFTER OTHER MAIL SCREENING AND METAL DETECTION TECHNIQUES 
HAVE PROVED UNABLE TO RESOLVE SUSPICIONS. 

C. THE UNIT SHOULD BE LOCATED IN A SPACE OR AREA SPARSELY 
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OCCUPIED, WHERE DAMAGE OR INJURIES WOULD BE MINIMIZED IN 
THE EVENT OE AN EXPLOSION. 

D. THE EQUIPMENT MUST BE CLOSELY INSPECTED AND TESTED 
BY A TSO PRIOR TO USE AETER INITIAL RECEIPT AND ANY TIME 
IT IS PHYSICALLY RELOCATED. 

E. POST PERSONNEL OTHER THAN PROEESSIONAL SECURITY STAFE, 
WITH THE EXCEPTION OP MSG'S, MAY BE TRAINED AND CERTIPIED 
AS OPERATORS. 

P. OPERATORS CERTIFIED TO USE ONLY CABINET-TYPE X-RAY 
UNITS WILL BE PROVIDED WITH TATTLERS POR SAPETY PURPOSES 
BUT WILL NOT BE REQUIRED TO USE PILM BADGE DEVICES. 
ACCORDINGLY, SUCH PERSONNEL WILL NOT BE INVOLVED IN THE 
PILM BADGE PROGRAM. 

2. PER ABOVE, INSTALLATION OF TORREX UNIT IN NCOIC OFPICE, 
AND DESIGNATION OP NCOIC OR ANY OTHER MSG AS PRIMARY OPER- 
ATOR, INAPPROPRIATE. 

3. PER PARA 2 REPTEL, ONLY PROBLEM 50HZ POWER WILL CAUSE 
IS NON-CRITICAL TIMER ERROR. CHRISTOPHER 


LIMITED OPPICIAL USE 
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